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RESOLUTION  OF  THE  BOSTON  R  :NT  AUTHORn 

PR       MER  OF  MINOR  MODIFICATION  OP  THE  DOWNTOWN  WATERFRONT- 
PAN '  HALL  URBAN  RENEWAL  PLAN,  PROJECT  NO   MASS .  R 


S,  the  Urban  Renewal  Plan  for  the  Downtov   I 

Area,  Project  No   R-77,   (the  "Pla  " 


Faneuil  Hall  Urban 

1964^^  bY  ^t  B°utCn  RCde  el°P"^t  Authority  on 
1964,  and  approved  by  the  City  Council  on  June  8,  1964; 

w'     !,  Section  1101  of 
"Modifications, " 


Chapter  XI  of  said  Plan,  entitl. 
pl  ,Pfrov,ldes,  in  Pertineni  part  that  the  Urban  Rene, 

Plan  may  be  modified  at  any  time  by  the  Boston  Redeveloi 
T  y  ?*er*    the  Proposed  modification  ,   ,  not  substan? 

or  mat lly  alter  or  change  the  Plan;  and 


W3     AS,   on   April   19,   1984,   the     .  ,ton 
Authority  approved  certain  minor  modificatioi 
of  said  Plan  with 


respect  to  Parcels  A-l  and 


^nS!:    Lng  the  site  of  the  Rowes  Wharf  development  now  under 
construction,  relating  to  the  permissible  height  otl  such  Pare!  i 


Redevelops  ■ 
to  the  provisions 
D-6,  those  parcels 

r 


pr,   I]  -s'   as   cons^-  „  '  ion   of   the   Rowes  Wharf   develop** 

progresses,   it   has   become   possible  to  utilize   certain   so 
originally   constructed   to   house  mechanical   equipment   SutS, 

f°r  ^chanica]  equip   lt|  w]  ch  space  would  not  h 
^        ,ired  ,ln   building   height   if   at   were   used   only 
"    .    ,    '       snti   thereby   requiring   technical   adjustment 
to^  the  definition  of  height   f«    the  Rowes  Wharf  development; 

.the  Authority  has  determined  that  said  adjusl 
'  Lcatio]  ,  u      Sectioi  1  LOJ  of  the  i      aJust 

I        ^THEREFORE,   BE  IT  RESOLVED  BY  THE  BOSTON  RE:. 


\-  J     '        mum  building  height  (in  feet)  for  Parcel 

LI          ?  n  A-"  Se   f°rth  in  the  table  ent      '  "^ble  of  La 

v  of  -h  n     '  R^ir™^s"    contained  in  Section  503  of  Chapl 

l°*  .  ow"  Waterfro      Faneuil  Hall  Urban  Renewal  Pla 

f,S    ;;;  ,  •.   '    h.   by  further  amended  by  del-  '  ing   th,   , 

K^82  in     '   ;   in  P]ace  t     of  the  n   I   ,   "217"  follov 

by  a  n  o  footnote 
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2-    Tha '    th  :  i   modi  E  i t a  I 
mod  Lf ica tion  which   dc   ;   i 
or  change  the  Plan. 


is   fou  3   to   be   a   mini 
substantially  or  mate     Lly  alt 
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3  9999  06314  945  2 


3.  That  it  is  hereby  found  and  determined  that  the  minor 
modification  of  the  Plan  as  set  forth  herein  will  not  result 
in  significant  damage  to  or  impairment  of  the  environment  and, 

ther,   that  all  practicable  and  feasible  means  and  measures 
e  been  taken  and  are  being  utilized  to  avoid  and  minimize 
damage  to  the  environment. 

4.  That  all  other  provisions  of  said  Plan  not  inconsis4 
herewith  be  and  hereby  are  continued  in  full  force  and  effect. 

5.  That  the  Director  be  and  he  hereby  is  autho:  Lz  to 
proclaim  by  certificate  these  minor  modifications  of  the  Plan 
in  accordnace  with  the  provision  of  the  Urban  Renewal  Handbook 
RHM  7207.1. 


